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Virginia Water. Situated about 6 miles south of 
Windsor Castle is a beautiful sheet of water, irregularly 
shaped and covering a total area of about 150 acres. 
It is some 2 miles long- and was converted from a large 
swamp by the first Duke of Cumberland and his nephew 
the second Duke. The lake and its surroundings are 
simply exquisite in their beauty. 
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